Ad  ID  224 


Ad  Text  Chicago  police  testified  there  was  no  surveillance  camera  in  the  alley  where 
they  arrested  Jermaine  Walker  —  but  there  was.  A  Chicago  man,  who  spent 
10  years  in  jail  on  drug  charges,  has  been  set  free  after  an  investigation 
proved  that  police  officers  and  a  state’s  attorney  investiga  Man  Set  Free  After 
10  Years  In  Prison  Because  Police  Lied  In  Court  |  Black  Matters  Black 
Matters 

Ad  Landing  Page  https://blackmattersus.com/6984-man-set-free-after-10-years-in-prison- 
because-police-lied-in-court/ 

Ad  Targeting  Location  -  Living  In:  United  States 
Age:  18  -  65+ 

Placements:  News  Feed  on  desktop  computers  or  News  Feed  on  mobile 
devices 

People  Who  Match:  People  who  like  Black  Matters,  Friends  of  connections: 
Friends  of  people  who  are  connected  to  Black  Matters 
Ad  Impressions  20,280 
Ad  Clicks  2,034 
Ad  Spend  1,804.50  RUB 
Ad  Creation  Date  04/21/16  12:21:47  AM  PDT 
Ad  End  Date  04/24/16  10:21:00  PM  PDT 


Redactions  Completed  at  the  Direction  of  Ranking  Member 
of  the  US  House  Permanent  Select  Committee  on  Intelligence 
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